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19 Hay 1970 


MEMORANDUM FOR: 


Chief, Building Planning Staff, OL 


SUBJECT 


Cost Comparison o f Telet 
Mi leaqe Charges 


hone Come 



STATINTL 

STATINTL 

STATINTL 


Pursuant to verbal request of 15 May 1970, there 

is noted below a cos^ompanson of the subject monthly telephone 
rental between the two buildings noted below. 


37 Branches (30 Arlington Towers & 7 Magazine Building) STATINTL 



Ames Mileage 4/4 DC § . 70 per quarter 
1/4 VA @2.50 


$ 2.80 

2.50 


$5-30 Per Branch 
X37 Branches 
3710 
1590 

$198.10 Per Month 

4600 Fai rfax Drive 

1000 Glebe Road Mileage 3/4 DC @ .70 per quarter $2.10 

12/4 VA 1@2.50 1101.00 13.30 

$15.60 Per Branch 
X37 Branches 
10920 
4680 


$577-20 Per Month 


STATINTL 


Chief, Logistics Services Division, 0L 








